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Wisconsin Truss Manufacturers 
Association Member 
For Quality-Assured Trusses 


Automated Building Components 
1111 8th Street 

Chetek, WI 54728 

(715) 924-4867 


Automated Products Inc 
P.O. Box 808 
Marshfield, WI 54449 
(715) 387-3426 


Christiansen Building Center 
36051 Mapleton Street 
Oconomowoc, WI 53066 
(414) 367-3011 


Crane Lumber Co. Inc 
500 East Park Avenue 
Chippewa Falls, WI 54729 
(715) 723-4716 


Custom Components Corp 
1800 21st Street 

Racine, WI 53403 

(414) 632-8840 


Fish Building Supply 

Hwy. 14 & Pleasant View Road 
Middleton, WI 53562 

(608) 257-5512 


Hoida Lumber Company 
1545 University Avenue 
Green Bay, WI 54308 
(414) 435-7291 


Keller Structures, Inc 13 
P.O. Box 266 

Kaukauna, WI 54130 

(414) 766-5795 


Kindt Corporation 14 
Hwy. 49 & 41 

Lomira, WI 53048 

(414) 269-4336 


Marling Building Components 15 
1015 Cty. Hwy. A 

Edgerton, WI 53534 

(608) 884-3324 


. Oxford Structures, Ltd 16 


P.O. Box 85 
Oxford, WI 53952 
(608) 586-5587 


°Richco Structures 17 
Rt. 3 Red Maple Road 

DePere, WI 54115 

(414) 336-9400 


°Richco Structures 18. 


Box 158 
Sheboygan Falls, WI 53085 
(800) 242-7676 


Specify A 


Schuette Building Center 
801 South 24th Avenue 
Wausau, WI 54401 

(715) 675-9428 


Sterling Custom Homes 
225 W. McWilliams Street 
Fond du Lac, WI 53935 
(414) 923-2000 


Stock Lumber 
P.O. Box 3150 
Green Bay, WI 54303 
(414) 498-1333 


Verona Lumber & Building Supply 
301 S. Main Street 
Verona, WI 53593 
(608) 845-6441 


Triangle Components 
4506 Lake Circle 
Windsor, WI 53598 
(608) 846-3904 


WISCONSIN 


20. Windsor Homes Inc. 
301 S. Stoughton Rd 
Madison, WI 53714 


(608) 241-2185 


Trussco, Inc. 

P.O. Box 505 
Appleton, WI 54912 
(414) 739-8199 


Wisconsin Truss Inc 
P.O. Box 387 
Cornell, WI 54732 
(715) 239-6465 


Truss Systems, Inc 21. 
1640 Oak Street/P.O. Box 2256 

La Crosse, WI 54601 

(608) 781-2882 
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Energy 
Ma 


nagement 
ideas from 


Detroit Edison 


_Heat pump space 


conditioning 


can 


help lower the cost 
of doing business. 


Whether you're an architect/ 
designer or a contractor, 
you can help your clients 
lower their cost of doing 
business by specifying a 
heat pump space-heating 
system. You can connect a 
heat pump to most electric, 
gas, oil or L.P. forced-air 
heating systems with no, or 
minimal, modification. 

A heat pump lowers costs 
because it moves the 
natural heat, that’s always 
present in the outside air, 
inside to heat any kind of 
building. The heating system 
only has to go to work when 
the outside temperature is 
below freezing. 

A Detroit Edison Special- 
ist can give you straight 
answers on heat pump sav- 
ings and recommend the 
kind of heat pump that will 
do the best job for any 
business. He can also 
recommend economical and 
efficient methods to 
improve interior and 
security lighting, assist 
you in selecting waste heat 
recovery equipment and 
advise you on maintenance 


schedules to keep all 
machinery operating more 
efficiently. 

Whatever your business, 
energy management is a lot 
simpler when you can 
depend on a reliable power 
source. And you can in 
Southeastern Michigan 
because Detroit Edison 
provides this area with 
electricity that’s more than 
90 percent generated from 
abundant coal. 

So take advantage of 
Detroit Edison’s vast 
energy experience and set 
up an appointment with one 
of our Specialists soon. 
Call (313) 237-9228 or 
write Energy Management, 
Detroit Edison, 348 WCB, 
2000 Second Avenue, 
Detroit, Michigan 48226. 


Detroit 
Edison 


Keeping the power 
in your hands. 
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DCS 
RAINBOW 


CUSTOM COLOR 
OCs MASONRY CEMENT OCs 
Premixed and blended to your con- DCS Color & Supply Co., Inc. 
cept. Available in strengths to meet 1050 E. Bay Street 


any specification. Consistent, eco- Milwaukee, WI 53207 
nomical, and easy to use. 414-481-6170 


G Son Construction Corporation 
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onona 


MASONRY INC. 


“We are pleased to have participated on the Capitol 
Centre project by supplying the precast concrete, 
mortar, masonry, cavity wall and accessories.” 


completely bondable 
brick @ stone @ block @ fireplaces 
commercial @ residential @ industrial 


4290 Hoepker Rd. @ Madison @ 53704 @ 608/249-7686 
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Do You Have The Courage? 


Times are tough. High interest 
rates, a recessionary economy, 
and an uncertain future have 
substantially dampened con- 
struction activities in Wisconsin 
and throughout the country. Com- 
pounding these economic un- 
certainties is the growing trend 
on the part of certain owners to 
request a “bid” for professional 
services. How does an A-E firm 
| respond to such a request... . 
especially in a lousy economy? 
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The letter that follows was written 
byan honest to goodness Wiscon- 
sin architectural firm in response 
to a request by an owner for the 
architects to bid their services. 


What would you do? How do you 
respond? Does bidding for A-E ser- 
vices have any benefit, or does it 
simply impair the quality of pro- 
fessional services? 


While this is an issue which is 
individually confronted between 
a firm and a potential client, it 


Dear 


SUBJECT: PROPOSAL FOR A/E 
SERVICES 


| regret to inform you that our 
firm will not be able to bid on 
architectural and engineering 
services for the restoration and 
rehabilitation of your building. 


It is extremely difficult, if not 
impossible, to accurately delin- 
eate time and thus costs for all 
planning phases without know- 
ing the full parameters, expecta- 
tions and program requirements 
of the owner. For us to assume 
how much time would be re- 
quired to architecturally expedite 
certain tasks would be danger- 
ous for both parties without full 
knowledge of these parameters. 
As | had mentioned in my prior 
letter, the first step of archi- 
tectural planning is critical to 
the total project direction and 
that phase, if done properly, is 
the only phase in which fee costs 
can be delineated with any ac- 
curacy. To ask for an architect 
to “bid” is asking the architect 
to make tremendous assump- 
tions, these assumptions will 
vary greatly from firm to firm and 
from person to person in each 
firm. Each proposal will assume 
methodology and strategy. Each 


has a very dramatic affect on the 
quality and scope of services 
identified with the practice of 
architecture. Whether you bid or 
not, like bidding or not, or even 
want to talk about it... it is a 
matter which deserves discussion, 
debate, and the exchange of ideas 
between practicing architects. The 
WISCONSIN ARCHITECT will 
be happy to publish your thoughts, 
comments, suggestions, or re- 
sponses to the letter that follows 
and the issue of bidding for pro- 
fessional services. 


could be much different than the 
owner intends. 


Our firm is familiar with inherent 
problems in projects of this type. 
We are aware of how much time it 
takes to properly solve a prob- 
lem. We know that historically, 
money spent up front during the 
initial stages of a project saves 
money in the long run. Therefore, 
| can make a fair assumption that 
our fees will be higher than some 
others with less familiarity, less 
ability to properly analyze and 
solve problems, and a less 
professional approach to design 
and implementation. 


This is a very important project 
for you. Select your architect on 
his ability to do the job for you 
and to do it professionally, with 
accuracy and diligence. Do not 
select your architect because he 
is less expensive than the next 
guy, you most probably would 
not select your doctor or lawyer 
by bid. 


In times like these | regret having 
to turn down work for one reason 
or another. However, in this case 
| see no alternative. | hope your 
project runs smoothly. 


Sincerely yours, 


ANTHONY 


GRIGNANO 


COMPANY 


we are proud to have play: 
a part in this new commun! 
project by being the gener, 
contractor of the Public 
Owned Portion of the 
CAPITOL CENTRE 


PARKING RAMP 
SENIOR CITIZENS CENTE! 
MALL 
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EXCELLENCE IN MASONRY 
ARCHITECT: Maher and Sazama Architects se- 


PROJECT: Midway Motor Lodges 
National Corporate Headquarte 
Brookfield, Wisconsin 


Sponsored by: 

MASONRY INSTITUTE OF WISCONSIN, IN 
4300 W. Brown Deer. Road, Milwaukee, WI 53223 
(414) 355-7800 


WAUK W 


eM 


4300 WEST BROWN DEER ROAD 


Masonry penn 
Institute of W 
Wisconsin 


W 


MEMBERS OF WISCONSIN SOCIETY OF ARCHITECTS 
AMERICAN INSTITUTE OF ARCHITECTS 


We are pleased to announce that the Midway Motor Lodge has been selected 


for "Excellence in Masonry". A representative from Maher and Sazama Architects 


describes the project as follows: 


"In 1980 Midway Motor Lodges determined that the Southwestern corner of 
the intersection of I-94 and Moorland Road was an ideal location for their 
22nd hotel and new national corporate headquarters. The master plan was de- 
veloped to relate both the office and hotel buildings in one complex, while 
making them highly visible from the major highways. The site had fine views 
of the surrounding properties, including a golf course to the west, river and 
parkland to the south and open green space to the east. 


The hotel is the flagship of the company and represents the latest in 
hotel technology and design. Thus, the choice of brick for the exterior 
and interior material was accomplished with ease for its strength of character 
and expression of permanence. Complex architectural overhangs and details 
were achieved with simplicity while staying within the owner's requirements. 


We are grateful to the Masonry Institute of Wisconsin for its award 
for "Excellence in Masonry" and to the contractors for their assistance and 
competence in the completion of this project." 

Congratulations to Maher and Sazama Architects for "Excellence in Masonry". 
Very truly yours, 


MASONRY INSTITUTE 
OF WISCONSIN, INC. 


As f At 


Norbert J. Hynek 
Executive Vice President 


SERVING: ARCHITECTS + OWNERS « ENGINEERS + CONTRACTORS * TRADESMEN « BUILDERS + SUPPLIERS - DESIGNERS + OTHERS 


Madison Capitol Centre: 


Complex Downtown Development is Landmark Accomplishment 
of Public/Private Sector Cooperation. 


The first project developed un- 
der a public/private venture in 
Madison, Wisconsin will be com- 
pleted this fall in downtown 
Madison. the $25-million Capitol 
Centre project, covering nearly 
two full city blocks (Block 53 
and Block 54) will be fully com- 
pleted sixteen months after con- 
struction began and six years 
after first proposed. 


Located on a four-acre site pre- 
viously occupied by 620 stalls 
of surface parking, the Capitol 
Centre will include 150 market- 
rate apartments, a 220-stall un- 
derground parking ramp, a 620- 
stall above-ground parking ramp, 
200 one-bedroom apartments of 
subsidized elderly housing, a 
landscaped plaza, a public mall, 
a 20,000 sq. ft. city-wide senior 
citizen center, and a 25,000 sq. 
ft. free-standing commercial 
building. 


The project was developed by 
the Madsen-Carley Venture, a 
joint venture comprised of Or- 
ville E. Madsen & Son, Inc. and 
the Carley Capitol Group, both 
of Madison, Wisconsin. The pri- 
vately-owned portions of the 
project, which include all of the 
housing, the underground ramp, 
the plaza, and the commercial 
space, will be owned by Capitol 
Centre Housing Partners. The 
publicly-owned portions of the 
project will be owned by the City 
of Madison. 


The project was designed by a 
consortium of designers lead by 
ELS Design Group (Berkeley, 
California) and HSR Associates 
(Madison, Wisconsin). 


General contractor for the pri- 
vately-owned portions of the 
project was Orville E. Madsen 
& Son, Inc. The publicly-owned 
portions of the project, which 
include the above-ground park- 
ing ramp, the senior center, and 
a landscaped mall, were built by 
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other prime contractors, for 
which Madsen was the con- 
struction manager. 


HISTORY OF THE PROJECT 


In July of 1976, the administra- 
tion of Mayor Paul Soglin pro- 
posed that Blocks 53 and 54 of 
downtown Madison be rede- 
veloped to include elderly hous- 
ing, market-rate housing, a sen- 


s d 


ior center, a supermarket, and 
parking. It was a visionary leap 
of faith in the revitalization of 
downtown Madison which was 
reaffirmed by the Common Coun- 
cil a year later when an Economic 
Feasibility Study was commis- 
sioned to assess the develop- 
ment potential. 


In November, 1978, the prospec- 
tus was advertised and ten de- 


CAPITOL CENTRE 


KEY 


JOHNSON STREET 


TOWNHOUSES A 
PLAZA B 
APARTMENTS C 
COMMERCIAL BUILDING D 
MALL E 

ELDERLY APARTMENTS F 
, SENIOR CITIZEN CENTER G 


PARKING RAMP H 


BROOM STREET 


MIFFLIN STREET 


Site plan, Capitol Centre, Madi- 


son, Wisconsin. 


CONGRATULATIONS CITY OF MADISON 
CAPITOL CENTRE, BLK. 53 
Plumbing Contractor on 
Parking Ramp/Senior Citizens Center/Mall 


CONGRATULATIONS TO THE MADSEN/CARLEY VENTURE 
“we are pleased to have provided the plumbing on 
the Housing for Senior Citizens & Commercial Building” 


industrial, institutional, plumbing & HVAC contractor 


MIDWEST MECHANICALCONTRACTING 


WE POINT 
WITH 
PRIDE... 


CAPITOL CENTRE PROJECT 
MADISON, WISCONSIN 


J. F. Ahern Co. is proud to be a part of this project. 
For over 100 years the J. F. Ahern Co. has meant full 
and professional mechanical construction capabilities 
to satisfied customers throughout Wisconsin and the 
Greater Midwest. No job is ever too large or small. 

Call Ahern first. 


J.F. AHERN CO. 


MECHANICAL CONTRACTORS 


855 S. Morris St., Fond du Lac, WI 54935 
1232 N. Edison St., Milwaukee, WI 53202 


Three good 
reasons for 
selecting 

Weil-McLain 


THE CHOICE — Choose from 
a complete line of oil, atmos- 
pheric gas, and combination 
gas/oil boilers, from 187,800 
to 6,060,900 BRU/Hr 

THE FLEXIBILITY — Match 
any job requirement with a 
choice of factory-tested pack- 
ages, factory-assembled sec 
tions or individual sections 
THE QUALITY — Only Weil- 
McLain has such quality fea- 
tures as flame-retention oil 
burners, asbestor rope seal, 
short draw rods, multiple 
tankless water heaters, forced 
draft firing and, of course, 
cast iron construction 


Choice, flexibility, and quality 

three good reasons for 
contacting your nearest Weil- 
McLain distributor 


Automatic Temperature Supplies, Inc. 
1023 E. Main St. (Home Office) 
Madison, Wis. 53703 
Call: 1 - 608-257-3755 
(WATS) Call: 1 - 800-362-8188 


ROCK COUNTY BRANCH 
Route 3, Hy. 51 - South 
Janesville, Wis. 53545 
Call: 1 - 608 - 754-8106 

(WATS) Call: 1 - 800 - 362-8188 


— 
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The private plaza on Block 54 is 

the roof deck of the 220-stall un- 

derground private parking ramp. 

It is surrounded on three sides 

by three-story wood frame town- 

houses. The fourth side of the 

plaza is formed by the market- 

rate highrise apartment building. 

In the background, the Block 53 

highrise tower is visible. While 

the towers of the two buildings are 
located across the street from each 
other, they are staggered to take 

advantage of the views of Lakes 

Mendota and Monona and the 
City of Madison. 


velopment teams responded. In 
June, 1979, the Madsen-Carley 
Venture was selected as the proj- 
ect developer. In April, 1981, the 
Common Council approved the 
plans and specifications and 
authorized bids for the public 
facilities. On July 27, 1981 ground 
was broken. 


The long development process 
was headed up at Madsen by 
Executive Vice President Michael 
Morey. Says Morey, “The fact 
that this project got off the 
ground is amazing. It was a com- 
bination of luck, hard work, and 
the teamwork of a lot of peo- 
ple.” 


PUBLIC/PRIVATE 
COOPERATION 


Morey talked about the nature 
of the cooperation necessary to 
develop, finance, and build a 
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project of this magnitude with 
two different owners, one of 
which is a municipality. 


According to Morey, coopera- 
tion comes from a mutual under- 
standing of the other’s needs. 
Once both parties perceive that 
the other is equally committed 
to a successful project and 
equally involved, an atmosphere 
of cooperation develops. This 
atmosphere, according to Morey, 
is becoming more important in 
the type of world we are living 
in, because “urban problems 
are so complex that all parties 
have to cooperate to make things 
happen.” 


According to Morey,the City of 


The plaza on Block 54 is over- 
looked by the balconies of the 
townhouses and highrise. The 
garden apartments ringing the 
plaza have patio decks surround- 
ed by wood privacy screens. 


Madison was able to help on 
the Capitol Centre project in a 
de facto way. 


The City was willing as a facili- 
tator, for instance, to act as a 
unified representative to other 
government agencies on the 
project. Since government agen- 
cies from all levels of govern- 
ment (neighborhood, City, State, 
and Federal), were involved, this 
was a “strong and valuable” role 
to play. The City also packaged 


the UDAG grant application, a 
function which is normally per- 
formed by the private developer. 
In receiving this grant from HUD, 
however, the City was able to 
loan out the UDAG money to the 
developer. Repayment of prin- 
cipal plus the interest on the 
loan, means that the City will 
end up with seed money for 
other community development 
programs, money which it would 
not otherwise have received. 


The use of Tax Incremental Fi- 
nancing (TIF) in the project vir- 
tually meant that the City did not 
have to pay for many of its facili- 
ties because the private portion 
of the Capitol Centre improve- 
ment district will generate 
enough increase in taxes to pay 
for the bonds issued to pay for 
the City’s facilities. 


Cooperation on the part of the 
City also involved easy access 
to City staff with its expertise 
and knowledge of the broader 
implications of certain develop- 
ment actions. A task force was 
formed which included all de- 
partment heads, which meant 
that the Madsen-Carley team 
could, on a regular basis, have 


The stairs to the two-story town- 
houses, located on the second and 
third floors, are screened by a 
brick veneer wall. The roof over- 
hang is a private storeroom for 
each of the two-bedroom town- 
houses. 


Lightweight Concrete 


IN WISCONSIN 


ELASTIZELL 


Concrete Roof Decks 


thermal insulation, slope to drain, roofing base 


ELASTIZELL 
CONCRETE FLOOR FILLS 


sound insulation, fire resistance, flooring base 


ELASTIZELL 
CONCRETE LOW DENSITY 


stabilized fills 


Call or Write for Information 
Elastizell of Wisconsin, Inc. 
W229 N2496 Hwy. 164 
Waukesha, WI 53186 


COUNTERTOPS 
CUSTOM LAMINATED CASEWORK 


WE MANUFACTURE: 


ePOST-FORMED COUNTERTOPS 


®OUR STANDARD TOP IS 
TRIFORM WITH A NO DRIP 
FRONT EDGE. 


®CUSTOM SINGLE COVE 
COUNTERTOPS 


CUSTOM LAMINATED PRODUCTS 
OF ALL TYPES 


QUOTES MADE DELIVERED TO 
JOB SITE OR INSTALLED 


THE 
Ko Kirmen 
CENTER 


ROUTE 4, U. S. HWY. 12 
BARABOO, WI 53913 


AD 41 4/SR7G588 PHONE: (608)356-9639 


MEMBER NAHB-AIKD 


CAPITOL CENTRE 


SPACE EFFICIENT 
STORAGE SYSTEMS 


FEATURED AT 


Uses and Applications 


Sani-Shelf Shelving has multiple applications 

in all residential and commercial buildings. For example: 
Clothes Closets Garages 
Linen Closets Motels — Hotels 
Pantries Nursing Homes 
Basements College Dormitories 
Utility Rooms Hospitals 


Overall Product 


Available in two colors, Bright White and Dark Brown. 
The epoxy hard nonporous durable surface is non absor- 
bent, will not yellow or become sticky. 

Sani-Shelf system is complete with four widths 

of linen or storage shelving, two widths of shelf and 

rod (for clothes hangers) and two widths for shoe racks. 


| l 
sani-shelf products 


Code Acceptability, Certification 


Approved by: F.H.A., H.U.D., and meets building code 
requirements nationwide. 


w SCHULTE CORP 


20520 Enterprise Avenue, Brookfield, Wisconsin 53005 414/784-4250 
BUILDING PRODUCTS 
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The 620-stall public ramp is at- 
tendant-operated and has en- 
trances on both Dayton and Miff- 
lin Streets. The ramp is laid out 
in a double helix pattern and has 
a brick veneer. All of the struc- 
tural decks in the project are post- 
tensioned. 


access to all major City person- 
nel at one time. 


COOPERATION DURING AND 
AFTER CONSTRUCTION 


During construction of the proj- 
ect, City personnel were able to 
expedite construction of street 
improvements to match comple- 
tion of those improvements with 
the accelerated construction 
schedule of Madsen as contrac- 
tor. Along with the construction 
manager, City personnel facili- 
tated communication between 
the various contractors to as- 
sure accurate building lay-out, 
especially as that impinged on 
shared elements of the building, 
and worked to avoid site and site 
access conflicts during the ac- 
tual work. 


Special public improvements, 
such as the Block 53 mall, also 
benefitted from the conjunction 
of public and private owners. 
Cities usually like to limit the re- 
sources applied to maintain spe- 
cial areas like the public mall, 
and generally contract those 
maintenance services out. Since 
Madsen was on the site as the 


The landscaped mall on Block 53 
is owned by the City of Madison, 
and therefore features site ameni- 
ties which are in keeping with 
those of other public improve- 
ments in downtown Madison. The 
Senior Center (in darker brick) 
makes up the first and second 
floors of the east side of the mall. 
The top four floors on the north 
and south sides of the plaza are 
in the privately-owned portion of 
the project. Facing Broom Street 
is a free-standing commercial 
building which will be partially 
occupied by a grocery store. Other 
commercial space on the first floor 
levels of the apartment buildings 
will be occupied by a bank, laun- 
dromat, and other service-related 
businesses. 
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property manager, Madsen was 
able to give the City a mutually 
beneficial maintenance con- 
tract. 


In addition, as a fledgling or- 
ganization, the Senior Center will 
benefit from Madsen's ten-plus 
years of experience in manag- 
ing over 4,000 apartments for 
senior citizens and in meeting 
the needs of these elderly peo- 
ple. Madsen has a representa- 
tive on the Senior Center board, 
who will coordinate programs 
with the elderly housing por- 
tion of the Capitol Centre proj- 
ect. 


THE MUNICIPALITY BENEFITS 


Madison’s Mayor Joel Skornicka 
sees the Capitol Centre project 
as a landmark in public/private 
sector cooperation. ‘‘Most of 


waren INH CYCLE PANE $ 


the projects in the central city 
of Madison have been publicly 
funded in the past, but this is a 
mix of public and private dol- 
lars, and puts tax dollars back 
into the City. There is a future 
in the public and private sectors 
working together. The public 
sector cannot do it alone; pri- 
vate developers have resources 
to offer. As this project works, 
we'll see more of this kind of 
cooperation in the future.” Skor- 
nicka recognizes that the private 
sector has financing and con- 
struction capabilities to offer 
that municipalities do not have. 
He feels that the public interest 
is enhanced, because a project 
like Capitol Centre will “impart 
economic stability to the down- 
town area where there might 
otherwise be blight and urban 
decay .. . it will make downtown 
a viable place to work and live.” 


Capitol Centre has chosen 


Kenmore 
Quality appliances 


You've invested a lot of hard work and 
time into building your reputation for 
quality construction. You take pride in 
maintaining that reputation. 

Sears Contract Sales takes the same kind of 
pride in the high quality qppliances and 
services we offer. Kenmore appliances are 
designed, built and tested to assure you 
reliable performance. 


Our congratulations 


Madison area representative S 
Lynn Heller 800-323-4363 ears 


CONTRACT SALES 
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Testing and Foundation Design for the 


Madison Capitol Centre Project 


By Rick Maurer, P.E. 


When the $25 million Capitol 
Centre Project was conceived 
as a joint effort by the City of 
Madison, the Carley Capital 
Group, and Orville E. Madsen 
and Son Incorporated, it was 
imperative that a project package 
be developed which would pro- 
vide for the program needs sub- 
ject to rigorous budgetary con- 
trol. This had to be accomplished 
without adversely impacting the 
architectural significance of 
the complex, its functional 
requirements, and the desire to 
have an attractive, easily- 
maintained facility. 


Based on a review of preliminary 
recommendations contained in 
the Subsurface Investigation 
Report prepared for the City of 
Madison for this site, it appeared 
that significant savings in the 
cost of foundations for the 
facility might be possible. 
The preliminary recommenda- 
tions called for soil bearing 
pressures under spread footings 
ranging from 2,000 to 5,000 PSF. 
Pile foundations were suggested 
for the high-rise portions of 
the facility. In reviewing these 
recommendations with the 
development group, Warzyn 
geotechnical engineers sug- 
gested supplemental field and 
laboratory testing and further 
analyses to establish whether 
a more economical foundation 
system could be developed 
which would adequately support 
the complex. 


Soil conditions at the site were 
transitional strata between 
the “Capitol Hill Hardpan” on 
the eastern portion of the site 
and a filled swamp area west 
of the project site. Some of the 
newer buildings located near the 
State Capitol are supported on 
spread footings at pressures 
ranging from 10,000 to 20,000 
PSF. Buildings only one block 
west of the Capitol Centre 
Project are supported on piles. 
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In addition to standard field 
and laboratory testing pro- 
cedures, the supplemental in- 
vestigation included pressure- 
meter tests in areas that indi- 
cated marginal soil conditions 
and areas where high foundation 
loading was anticipated. The 
pressuremeter is a soil testing 
device which is placed into the 
bore holes to measure the in- 
place soil strength and defor- 
mation characteristics of the 
soil strata. The results of this 
testing and associated analysis 
resulted in the conclusion that 
spread footings beneath the 
high-rise portion of the complex 
could be loaded to 7,000 to 
12,000 PSF, while spread foot- 
ings supporting lower portions 
of the complex over areas where 
soil conditions generally were 
poorer could be loaded to 5,000 
to 10,000 PSF. These con- 
clusions permitted the design of 
the foundation systems, utilizing 
conventional spread footings of 
significantly smaller size and 
shallower depth than had pre- 
viously been anticipated. Further, 
the need for deep pile founda- 
tions to support the high-rise 
portion of the complex was 
eliminated. It is anticipated that 
this analysis resulted in con- 
struction cost savings in the 
range of $200,000, and saved 
several weeks in construction 
time, many times the cost of the 
additional investigation. 


The use of pressuremeter testing 
and analysis is not new, but is 
infrequently used in this part of 
the United States. It is particu- 
larly helpful, however, when it is 
proposed to support heavy 
structures on sites exhibiting 
marginal foundation support 
capabilities or where significant 
increases in the allowable 
foundation bearing pressures 
might result in significant con- 
struction cost savings. The 
pressuremeter was developed in 
France in the mid-50’s and has 


been gaining broader acceptance 
in the United States in recent 
years. The use of the pressure- 
meter does not eliminate the 
need for conventional soil test- 
ing, but is used to supplement 
those tests when more detailed 
investigations are warranted. 


Author’s Note 


Richard W. (Rick) Maurer, P.E., 
served as Warzyn’s Project 
Manager for the Capito! Centre 
investigation and quality control 
program during construction. 
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5 CONGRATULATIONS MADISON !! 
The Capitol Centre 


A Beautiful Landmark CAPITOL CENTRE 


Developer Team 


MADSEN/CARLEY VENTURE 


Its been our pleasure to furnish structural 

steel to the contractors of the new facility. “We are pleased to have provided Engi- 
neering Services for Structural, Heating, 
Electrical, Plumbing and Air Conditioning 

Our artistry in steel with architects’ dreams, Systems for the Architects.” 

combine to withstand the pleasure of an 

articulate design community. 


HSR Associates, Inc. 


ELS Design Group 


Endres Mfg. Co 4 ARNOLD & O’SHERIDAN, INC. 


Consulting Engineers 
802 Century Ave., Box 236 
Waunakee, WI 53597-0236 (608) 271-9651 


Area Code 608-849-4143 “SE” 815 Forward Drive 
Madison, Wisconsin 53711 


® ® CALL US FOR 
PLUSWOOD” $i 
MATERIAL NEEDS 
WISCONSIN INC. — ctercocarions 


2609 E. 4th Street— Box 38 Pluswood Kansas Inc. 


MARSHFIELD, WISCONSIN 54449 (316) 283-0335 
Box 603 


Newton, KS 67114 


PI d Mi ta Inc. 
CAPITOL CENTRE Cee oe 
SUPPLIER: KITCHEN & BATH CABINETS Box 467 


Montevideo, MN 56265 


Pluswood Colorado Inc. 


DISTRIBUTOR OF QUALITY (303) 353-7667 


Box Q 


KITCHEN CABINETS FOR 15 YEARS Greeley, CO 80632 


Pluswood Indiana Inc. 
(219) 295-4105 

Box 1028 

Elkhart, IN 46515 


CALL m WIS. an 800-472-2329 Pluswood Pennsylvania Inc. 
OUT OF STATE — 715-387-1275 Box 188 


New Holland, PA 17557 
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ot since “Singing In The Rain” has 


style and grac 
Kohler. The 
) Busby Ber 
and classic. 
Look at 


beautiful 


of stars 
Antique in < 


Karat brush-gold electroplate finish 


5 


ar all of their credits. Each faucet 
features Kohler’s Water-Guard® 
advantage and patented engineering 
design that make them some of the 
longest running hits of all time — 


‘KOHLER 


nd world wide 
a small sample of 


goes on and on. To see the entire 
act, including fi yroducts for the 
kitchen, batt 
visit your 

i Ww Pages for the 
location nearest you 


“ATTENTION ARCHITECTS!” 
FOR YOUR NEXT PLUMBING 
OR HEATING PROJECT, CONSULT 
WITH YOUR LOCAL KOHLER DISTRIBUTOR 


LISTED HERE. 


APPLETON 
Baker Manufacturing Co. 
550 Hickory Farm Lane 
Appleton, WI 54913 
Telephone: (414) 734-9284 


W. S. Patterson Co. 
2100 W. College Ave. 

P.O. Box 1177 

Appleton, WI 54912 
Telephone: (414) 739-3136 


BROOKFIELD 
The H. W. Theis Co. 
3595 N. 127th St. 
P.O. Box 325 
Brookfield, WI 53005 
Telephone: (414) 781-5260 


GREEN BAY 
Murphy Supply Co. 
1055 Lake St. 

P.O. Box 310 
Green Bay, WI 54305 
Telephone: (414) 497-7004 


JANESVILLE 
Automatic Temperature Supplies, Inc. (Branch) 
Route #3— Hwy. 51 
Janesville, WI 53545 
Telephone: (608) 754-8106 


MADISON 
Automatic Temperature Supplies, Inc. 
1023 E. Main St. (53703) 
P.O, Box 1151 (53701) 
Madison, WI 
Telephone: (608) 257-3755 


Baker Manufacturing Co. 
2514 Fish Hatchery Rd. 
Madison, WI 53713 
Telephone: (608) 257-2507 


MILWAUKEE 


Milwaukee P & H Supply Co. 
1313 W. St. Paul Ave. 

Milwaukee, WI 53233 

Telephone: (414) 273-3600 


United P & H Supply Co. 
9947 W. Carmen Ave. 

P.O. Box 25342 

Milwaukee, WI 53225 
Telephone: (414) 464-5100 


Westburne Supply, Inc. 
610 So. 108th Street 
Milwaukee, WI 53214 
Telephone: (414) 771-7200 


WISCONSIN RAPIDS 
Mid-State Supply, Inc. 
2111 Jefferson-Industrial Park 
P.O. Box 468 
Wisconsin Rapids, WI 54494 
Telephone: (715) 423-6730 


W. S. Patterson Co. (Branch) 
2111 Engel Road 

Wisconsin Rapids, WI 54494 
Telephone: (715) 421-1585 


complete interior plantscaping 
sales/leasing 


We are pleased 
mMmaxine to announce 


the appointment of 


Charles C. Ramage, Jr. 


as Vice President, Sales 


From Pencils To Furniture... 


Supplies for the Architect 


Northwestern Elevator Co.,Inc. 


6070 North Flint Road 
Milwaukee, Wisconsin 53209 


414/228-1424 


MY 
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Y PALETTE SHOP Nc 


409 East Michigan Street \ 
Milw., WI 53202 


“Congratulations Capitol Centre” 
from 
your supplier of Federal APD 
parking control equipment 


PLASTERING COMPANY INCORPORATED 


“we are pleased to have been the 
plastering contractor on the 
CAPITOL CENTRE” 


e Parking/Traffic Systems e Security Systems 


@ In-Piant Office Bidgs. @ Door Control Systems @ VENEER PLASTERING @ PATCH REPAIRS 
@ WALL & CEILING TEXTURES @ GAZELLE-INSULATING 
@ ORNAMENTAL PLASTERING STUCCO SYSTEMS 
21001 Watertown Rd. @ STUCCO @ DRY VIT SYSTEMS 


608-222-5786 
4912 Spaanem Ave., Madison, WI 53716 


Waukesha, WI 53186 
COM (414) 784-9082 


Division of T E PETERS INC 


EAM 608-273-1096 
INC 

a 

“flashing & sheet metal 


on the CAPITOL CENTRE” 


MECHANICAL CONTRACTORS 
HEATING è VENTILATING e AIR CONDITIONING 
DESIGN è ARCHITECTURAL SHEET METAL 


925 Applegate Rd. Madison, Wisc. 53713 
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“pleased to have been the 
metal furring contractor on the 
Capito! Centre” 


drywall @ steel stud framing 
lathing @ plastering @ stucco 


commercial & industrial drywall contractors 
4614 Femrite Dr., Madison 53716, 608-222-1357 


The Architect And The Building Contract - 
Knowing Your Stuff 


By Bob Greenstreet 


Mr. Greenstreet is an Assistant 
Professor at UW-M SARUP and 
teaches courses in law and prac- 
tice. 


There appears to be a growing 
level of concern within the archi- 
tectural profession regarding the 
potential hazards faced by the 
architect during the construction 
phase. Such hazards usually 
take the form of a legal threat 
either for a breach of the archi- 
tect/owner agreement or for 
negligent behavior, giving rise 
to a tortious liability. Such 
liability requires no contractual 
relationship, but simply an 
established duty of care which 
might be considered to be owed 
to any parties likely to be affected 
by the negligent act. There are 
sufficient decided cases involv- 
ing architects in problems at this 
stage that suggest that the con- 
cern is well deserved. 


However, once the construction 
phase is in progress, the role of 
the architect actually becomes 
more defined than in the design 
phase, and consequently the 
responsibilities become more 
limited; theoretically, this should 
provide a greater degree of 
security and protection from 
potential legal action as long as 
those duties are carried out 
adequately. The construction 
contract, it must be remembered, 
is an agreement between the 
owner and the contractor; the 
architect, who is employed as the 
owner's representative, has only 
a limited number of tasks to 
undertake, all of which are 
stated in the contract articles. 
Inability to properly accomplish 
these tasks will, of course, 
render the architect liable to 
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possible recrimination, but 
recent case-law indicates that in 
some instances problems have 
arisen through an insufficient 
knowledge or understanding of 
the full extent of the duties, 
where their performance has 
been either omitted, or the archi- 
tect has undertaken duties that 
he was not empowered to per- 
form. In the latter case, the archi- 
tect breaches his contract with 
the owner (AIA Document B.141. 
c1.1.5.4.) and assumes respon- 
sibility for those excess actions 
should problems arise from them 
at a later stage. e.g. By giving the 
contractor advice on methods of 
construction, the architect over- 
steps the given powers, and 
may share liability for associated 
errors with the contractor (4.3.1.). 


It is essential therefore, for the 
architect to be fully aware of the 
range of requirements within the 
construction contract (The AIA 
General Conditions for Con- 
struction A201 is frequently 
used, and is referred to through- 
out this article). This includes 
becoming conversant with all 
relevant duties, responsibilities 
and attendant liabilities, and 
understanding how best they 
may be accomplished to avoid 
the possibility of future legal 
problems. 


Basically, the architect's role 
within the construction process 
can be seen as providing ‘admin- 
istration of the contract’, and 
consulting and advising the 
owner on matters affecting the 
work. This entails the under- 
taking of a number of clearly 
specified tasks - inspection 
(2.2.16.), certification (2.2.6.), 
rejection of non-conforming 
work (2.2.13.), etc. - and certain 
less explicit ones, which never- 


theless may be considered to be 
part of the general scope of 
duties. e.g. ensuring that the 
owner is aware of all his duties 
and obligations to the contractor 
- 3.2.1., 3.2.2. etc. 


In most cases, the requirements 
upon the architect will be quanti- 
fiable and specific, as in the 
undertaking of inspections to 
determine Substantial Comple- 
tion (2.2.16.). In one however, 
it becomes necessary to exer- 
cise expert judgement in the 
duty to render interpretations 
(2.2.8.), where the architect must 
make an impartial decision that is 
equally fair to both the owner 
and the contractor. This is 
unique in the contract as, in all 
other cases, the architect must 
act in the best interests of his 
client when undertaking admin- 
istrative tasks. To facilitate 
impartiality, the architect is 
granted quasi-arbitral immunity 
for decisions taken regarding 
interpretations, and cannot be 
held liable by either the owner or 
the contractor for their outcome 
(2.2.10.): 


OWNER CONTRACTOR 


ARCHITECT 


1. Architect's relationship to 
owner/contractor 


OWNER CONTRACTOR 


ARCHITECT 


2. Architect's relationship to 
owner/contractor in matters 
requiring interpretation 


It is interesting to note that 
similar immunity established in 
England in 1908 (Chambers v 
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Goldthorpe) was removed in 
1975 (Sutcliffe v Thackrah), and 
may indicate a future trend in 
America since, both countries 
being Common Law systems, 
decisions made in either country 
may be cited in the other's courts 
as a persuasive precedent to 
induce change. 


As to the actual duties of the 
architect in the construction 
Process, an examination of the 
Owner/Contractor agreement 
reveals three major areas of 
operation: 

1. Performance Evaluation 

2. Certification 

3. Adjustment 


1. Performance Evaluation. 
Although the contractor is bound 
to ensure that the final building 
conforms to the drawings and 
specifications, the architect is 
obliged to check that conformity 
and necessary quality are 
achieved. To help determine this, 
powers are granted within the 
contract to allow site access 
(2.2.5.), observation (2.2.3.), 
inspection (2.2.16.), opening up 
for testing (13.1.1.), approval of 
samples, shop drawings etc. 
(2.2.14.), power to reject work 
not considered adequate to 
Satisfy the contract requirements 
(2.2.13.) etc. 


2. Certification. 

At prescribed stages in the con- 
struction phase, the architect, 
upon request, checks the work 
completed to date and, if satis- 
fied, certifies approval for stage 
payment by the owner. Similar 
certificates are required at Sub- 
stantial Completion and final 
completion. 


3. Adjustment. 
This role is perhaps the least 
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defined, although clauses within 
the contract in respect of its 
requirement can be found 
throughout the articles. 


Essentially, these powers en- 
sure that, in the event of con- 
fusion or disagreement within 
the contract documents, or in 
the occurrence of unforeseen 
changes or conditions within the 
work, the architect is able to 
act to ensure the continued 
progress of the work. These 
powers fall into two categories: 

a) Interpreter 

b) Modifier 


a) Interpreter. 

As previously stated, the archi- 
tect is empowered to interpret the 
contract documents, and to 
render decisions within the 
general intent of the contract. 
This prevents ambiguities or 
minor disagreements on unclear 
requirements from holding up 
the project. 


b. Modifier. 

Throughout the contract, 
clauses are included to prescribe 
courses of action in the event 
of certain circumstances. Many 
of these clauses require changes 
in the work and therefore in the 
Contract Sum and Completion 
Date. The power to issue Change 
Orders (2.2.15.) facilitates this, 
and enables the architect to 
require alterations or amend- 
ments at the owner’s request. 


Further architectural actions may 
be necessitated as a result of 
certain actions or omissions by 
the owner or contractor, causing 
some form of modification to 
the contract documents to be 
provided. e.g. in the event of 
non-performance by the con- 
tractor, the architect is em- 


powered to certify that sufficient 
cause exists to enable the owner 
to proceed with termination 
procedures (14.2.1.). 


Throughout the building con- 
tract then, references to the 
architect's duties and powers 
are contained within the clauses, 
and a full knowledge of their 
existence is vital to smooth 
contract administration. How- 
ever, it is also important to be 
aware of the scope of these 
powers, and to understand how 
to accomplish the tasks required 
effectively and adequately. In 
some cases, the action involving 
the architect can only be ac- 
complished with the owner's 
prior consent, where the archi- 
tect merely communicates the 
Owner's intentions to the con- 
tractor and has no express 
authority to act independently 
(e.g. Change Orders). In others, 
the architect may use personal 
initiative without first consulting 
the owner, and the latter will be 
bound by the decisions made 
(e.g. Minor changes in the work 
12.4.1.). 


In an attempt to facilitate under- 
standing of the architect's role 
within the construction process 
and of the contingent duties 
that may or will have to be per- 
formed, the following chart has 
been developed which examines 
step-by-step the architect's 
involvement in the contract, and 
comments on procedure and 
importance. If the threat of 
possible legal implication during 
the construction phase is to be 
reduced, it should begin at the 
contract itself, where a complete 
knowledge of architectural duty 
and procedure will provide a 
sound basis for contract admin- 
istration. 
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article/ architect's powers/ 
clause duties 
CONTRACT DOCUMENTS 


{ 4.3: THE CONTRACT Architect is entitled to performance The Contract Documents create no 
of obligations which the contract contractual relationship between the 
i intends for the architect's benefit architect and contractor (or sub- 
1.2.1. 


contractors) or the architect and 
EXECUTION, CORRELATION Check all Contract Documents signed 
AND INTENT in triplicate by owner & contractor. 

| If not signed, the architect shall 


owner 
identify the contract documents 


OWNERSHIP AND USE OF Check all documents returned after Drawings and specifications are 
DOCUMENTS completion (except one contract set the property of the architect and 
per party) cannot be used for any other purpose 
than the project to which the 
contract refers 


ARTICLE 2 ARCHITECT | 
ADMINISTRATION OF THE The architect will provide 
|| CONTRACT 'administration of the contract' 


Check owner aware of all his duties The architect will ‘advise and 
and pass on all communications. Do consult' with the owner & act only 


only what is required in contract. to extent provided in the Contract. 
The owner will pass aii communications 


to the contractor through the architect 


Visit site at ‘appropriate' intervals No need to make continual site 
(stage of work, type of job etc.) to inspections 

check progress & quality. Keep owner 
informed. 


Check conformity of the work against Architect not responsible for const- 

the contract documents under 2.2.13. ruction means, safety on site or 
failure of contractor to carry out 
work properly. 


The architect has right of access to 
the site, contractor's workshops etc. 
if relevant to project, 


Interpret the contract documents and 
udge the performance of the work 
and compliance with the contract 


Either party may apply the the 
architect for an interpretation. 


Respond in writing in a ‘reasonable All disputes between the owner & 

time' on receipt of claims or disputes contractor go initially to the arch- 

between the owner and contractor itect re: execution/progress of the 
work or interpretation. 


Make interpretations impartially & The architect carries no liability 

consistent with the contract docu- for decisions made for interpretations 

ments. if made in good faith & consistent 
with the contract documents. 


Make decisions related to artistic Architect's decision on artistic 
effect. effect is final if consistent with 
contract documents 


Most claims subject to arbitration 
(not 2.2.11.). 


Reject work not conforming to contract Architect's decision here implies no 

documents. Special inspection and testing responsibility to contractors or 

nowers (7.7.2.) subcontractors or their agents or 
employees 


Review/approve Shop drawings, Product Approval of item not indicative of 
Data, samples etc with reasonable approval of whole assembly. 
promptness. 


Conduct inspections for Substantial The architect has no authority to 
Completion and final completion. pass comment upon the legal 
Receive and forward warranties etc. sufficiency of warranties 

to owner.Issue final certificate for 

payment (9.9.) 


The architect may have a represent- Duties and responsibilities of 


ative on site if the owner agrees. the project representative set 
out in the Contract Documents 


2,5,58. Architect's duties etc. are The architect's duties/tasks are not 
ba specified in the Contract Documents extended beyond those agreed unless 
written consent by architect, owner 


and contractor, 
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architect's powers/ 
duties 


ARTICLE 3 
INFORMATION AND SERVICES Ensure owner 18 aware of all his 
REQUIRED OF THE OWNER obligations 3.2.1., 3.2.2. ete. 
3.2.6. Forward all communications from the 
l owner to the contractor. 
3 OWNER'S RIGHT TO STOP 
H . WORK 
il N PS OWNER'S RIGHT TO CARRY Approve owner's intention to carry 
l OUT THE WORK out work and amounts charged to the 
f contractor. Issue Change Order 
|i deducting cost from future payments, 
DEFINITION 


4.2.1, REVIEW OF CONTRACT 
| DOCUMENTS 
— Po 


RTICLE 4 
4.5.1, May require evidence of Quality and 
4.7.3. 

TA. 


| 


conformity of materials/equipment 
from the contractor 


PERMITS, FEES NOTIQ If necessary, the architect should 
p ORERE TICES issue modifications to bring the 
Contract Documents in conformity 
with all applicable laws and codes 
a D 
ALLOWANCES Prepare and issue Change Order 
if required. 


PROGRESS SCHEDULE Take receipt of estimated progress 
schedule and send copy to owner 


DOCUMENTS AND SAMPLES AT Check all documents returned on 
THE SITE completion. 


SHOP DRAWINGS, PRODUCT Approve in writing specific deviations 
DATA & SAMPLES if written request by contractor 
considered acceptable 


Approval of submittals (2.2.14.) 
before work started. 


Forward all communications from the 
contractor to the owner. 


Architect indemnified against 
actions based on the negligent 
performance of the work 


This indemnification cannot be 
limited to a financial amount 
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Appointment of a new architect only 
if contractor has no reasonable 
objection. Disputes subject to 
arbitration. 


The architect is not empowered to 
stop the work unless specifically 
authorized by the Contract Documents 


The architect is entitled to extra 
compensation for additional services 
rendered in respect of this 
provision 


The contracto's representative 
should be identified to the owner 
and architect 


Any error spotted by the contractor 
in the contract documents reported 
at once to avoid any responsibility. 


The contractor must provide adequate 
labor, materials etc. to do the work 
or 2.2.13. (rojaat), 3.3.1. (owner 
stop work), 3.4.1. (owner do work), 
7.6.1., 14.2.1. (termination). 


If the Contract Documents do not 
conform to laws etc., the contractor 
should report this to the architect 
promptly in writing 


If the contractor does work knowingly 
contrary to laws etc. without 
notifying the architect, he assumes 
full responsibility 


All allowances included on the 
contract sum. If more or less, the 
contract sum adjusted by Change Order 


Contractor to send progress schedule 
to architect/owner as soon as 
contract is awarded, for information 
not approval. 


One copy of all drawings, specs, 
Change Orders etc. kept with 

Shop Drawings etc. on site for the 
owner and delivered to the architect 
when work is complete 


The architect's approval does not 
prevent the contractor from being 
responsible for non-conformity 

with the Contract Documents unless 
the architect gives written approval 


No work requiring Shop Drawing etc. 
Started until architect's approval. 


If the contractor believes a patent 
may be infringed, he must inform 
architect or take responsibility. 
Architect may share liability for 
infringement as owner's agent. 


The contractor indemnifies the owner 
and architect to teh extent of the 
law. (State statutes vary on this). 


Contractor's obligations do not 


extend to architect's responsibilities 


ie . preparation of drawings, Change 
Orders etc. 
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architect's powers/ 
duties 


article/ 


clause content 


SUBCONTRACTORS 


AWARD OF SUBCONTRACTS AND 
OTHER CONTRACTS FOR 
PORTIONS OF THE WORK 


Promptly reply if any reasonable 
objection by architect or owner 


Prepare Change Order if the Contract 
Sum is increased or decreased as a 
of a substitution. 


comment 


Contractor informs owner & architect 
‘as soon as practicable' of proposed 
subcontractors. No reply means no 
objection. 


The contractor may not work with 
anyone reasonably objected to by 
the architect or owner, or be 
required to work with anyone he, 
the contractor, reasonably 
objects to 


If prompt substitution is made by 
the contractor after architect 

or owner objection, the Contract 
Sum may be adjusted 


Reasonable objection to subcontractor No substitution 1f reasonable 
substitution can be made objection by owner or architect. 


WORK BY OWNER OR BY 


SEPARATE CONTRACTORS > 


OWNER'S RIGHT TO PERFORM 
WORK & AWARD SEPARATE 
CONTRACTS 


The architect could be the coordinator 
of the owner's workforce (for 
additional compensation) 


MUTUAL RESPONSIBILITY 


OWNER'S RIGHT TO CLEAN UP Architect determines who pays the 


cost of cleaning up 


MISCELLANEOUS PROVISIONS 


Bor 


ARTICLE 7 


Tetit GOVERNING LAW The law of the place where the work 
is located governs the project 


| 
| PERFORMANCE BOND & LABOR 
& MATERIAL PAYMENT BOND 


7.6.1, RIGHTS AND REMEDIES 


wie 


May observe inspections, testing 
or approvals. 


If special tests are deemed 
necessary outside 7.7.1., get 
written authority from owner and 
instruct contractor to order 
inspection. If work passes, issue 
Change Order for extra work 


Observe inspections etc. where 
required 'promptly' and where possible 
at source of supply. 


71.7.2. 

7.7.3. 

Tet: t; 
See OES SORES 
C [ewe 


If required, issue Change Order to 
adjust Substantial Completion date 


DEFINITIONS 


ia 
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Certify the date of Substantial 
Completion (or designated portion). 


Subcontractors are required to be 
bcund by same contract conditions 
and obligations as the contractor. 


Separate contracts involve extra 
work by the architect, and merit 
additional compensation. 


Owner coordinates own forces and 
separate contractors with the work 
of the contractor. 


If the contractor can't work due to 
owner/separate contractor fault, he 


must report promptly to the architect 
or acceptance .is deemed. 
The owner may clean up the site if 


a dispute arises between the 
contractor and subcontractors 


The owner has the right to ask for 
bonds. Advice on this is outside the 
architect's duties. 


right or duty under the contract 
waived by the action or failure 
act by the owner, contractor 
architect 


If tests/inspections are required by 
law, the contractor must give the 
architect ‘timely notice’. 


If work fails inspection, the con- 
tractor pays for tests, including 
architect's additional compensation. 
If work passes, Owner pays. 


Required certificates of inspection etc. 
‘promptly’ delivered to architect 
the contractor 


The architect is not included in any 
arbitration agreement between the 
owner and contractor unless by written 
consent. 


A copy of any arbitration demands 
should be filed with the architect, 


The Contract Time can only be 
changed by Change Order 


The work is started by a Notice to 
Proceed, or date in owner/contractor 
agreement or other agreed upon. 
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DELAYS & EXTENSIONS OF 


œ œ 
w 
~ 


ARTICLE 9 PAYMENTS & COMPLETION 


CONTRACT SUM 


SCHEDULE OF VALUES 


f 69.3.1. 


9.2.1, 


APPLICATIONS FOR PAYMENTS 


© 


CERTIFICATES FOR PAYMENT 


PROGRESS PAYMENTS 


PAYMENTS WITHHELD 


FAILURE OF PAYMENT 


SUBSTANTIAL COMPLETION 


PINAL COMPLETION & FINAL 
PAYMENT 
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architect's powers/ 
duties 


Determine justifiable delay and issue 
Change Order for'reasonable time'. 


If required, the architect has 15 
days to render an interpretation 
(2.2.8.) unless otherwise specified 


If required, issue Change Orders to 
adjust Contract Sum (12.1.1.) 


If appropriate, require evidence of 
accuracy. Object to schedule if 
dissatisfied. 


If appropriate to owner/architect, 
require Supporting data 


Check data for off-site or non- 
incorporated materials and equip- 
ment before issuing certificate 


Issue certificate within 7 days of 
application to owner (copy to 
contractor). Determine amount or 
notify contractor for withholding 
reasons (9,6.1.) 


On request and at his discretion, 


the architect may furnish sub- 
contractors with data on amounts 
applied for by the contractor and the 
architect's action on the work done 
by the subcontractor. 


The architect may decline to certify 
payment and refuse to issue 
certificates in whole or in part. 

If Bo, the contractor should be 
notified and if no revised agree- 
ment can be reached, the architect 
must promptly certify the amount 
considered acceptable. The architect 
can also nullify previous cert- 
ificates to protect owner from 

loss (defective work unremedied etc. 


The architect should issue a Change 
Order to adjust the Contract Sum 
when the work is restarted 


Inspect upon notification. If 
satisfied with work and punch list, 
certify, and state date by which 
work should be completed. Submit 
Certificate of Substantial Comp- 
letion to owner and contractor 

for written acceptance 


Upon written notice, the architect 
inspects for final completion. If 
satisfied, promptly issue final 
certificate for payment of the 
balance 


The contractor may get an extension 
of the contract time for certain 
reasons including ones that the 
architect determines are just. 


Claims for extensions made in writing 
to architect within 20 days of start 
of delay, or waived. Estimates of 
probable effect of delay required 


The Contract Sum may only be changed 
by Change Order. } 


Before first application for payment, 
contractor to submit to architect a 
schedule of values for portions of 
the work with such data as the 
architect may require. 


Contractor submits application for 
payment to the architect at least 10 days 
before agreed date for progress 

payment. Supporting data required 

by architect (vouchers, release of 

liens etc.) should be included 


Payment for materials and equip- 

ment not incorporated in the work 
or off site is permissable, 

but bills of sale, insurance etc. 
may be required 


Certificate indicates only approval 
to the best of the architect's 
knowledge. Not exhaustive inspection 
or incuisdce of how the contractor 
has spent previous money. 


No architectural duty in disputes 
between contractor/subcontractor 
etc. unless owner/contractor 
agreement breached 


No obligation by the architect/ 
owner to pay or see to payments 

to subcontractors (unless required 
by law) 


If no certificate issued through no 
fault of the contractor, he may give 
7 days notice (written) and then stop 
work until paid. Additional payment 
due to the shutdown may then be 
authorized by Change Order 


When Substantial Completion (part or 
whole) is reached, the contractor will 

submit a list of items to be completed 
or corrected to the architect. (punch 
list). 


article/ 


architect's powers/ 


A comment 
duties 


PROTECTION OF PERSONS & 


PROPERTY 


SAFETY PRECAUTIONS & 
PROGRAMS 


SAFETY OF PERSONS & 
PROPERTY 


EMERGENCIES 


ARTICLE 11 


y 11.1.4. 


11:3-1. 


12.1.1. 


CONTRACTOR'S LIABILITY 


INSURANCE 


PROPERTY INSURANCE 


Architect may confirm delay and 
certify for payment. 


The architect may determine additional 
money anà time for emergency work and 
issue a Change Order to that effect. 


Issue Change Orders to reduce the 
Contract Sum (if required) for the 
cost of further insurance cover 
requested by the contractor. 


CHANGE ORDERS 


Issue Change Orders for the replace- 
ment of damaged work. 


Send all Change Orders to the owner 
for signature before issuance. 


Check the contractor's claims and 
recommend to the owner acceptance, 
rejection or negotiation. If accept, 
prepare Change Order and forward 
notice to proceed from owner. 


ARCHITECT'S POWERS AND 
DUTIES 


CONCEALED CONDITIONS 


CLAIMS FOR ADDITIONAL 
costs 


MINOR CHANGES IN THE 
WORK 


Determine 'reasonable' cost and over- 
head profit and ask the contractor 
for proof (an itemised account for 
expenditure) before including in a 
Change Order. 


If unit prices are agreed upon, but 
Subsequent changes render the 
originally agreed prices inequitable, 
the architect may adjust the prices 
in the Change Order 


Issue Change Orders to ammend the 
Contract Sum in respect of concealed 
conditions. 


Determine additional costs if there 
is no agreement between owner and 
contractor, and issue Change Order. 


Make minor changes without consulting 
the owner only in matters not affect- 
ing the Contract Sum or contract time 
(in writing), and not inconsistent 
with the intent of the Contract 
Documents 


The contractor will submit to the 

architect various sureties ( consent 
of sureties, affidavits etc.) before 
final payment and retainage released. 


If final completion is delayed through 
no fault of the contractor, or 
issuance of Change Orders, payment 

may be made for completed work. 


Safety is the exclusive responsibility 
of the contractor. e architect 
should not detail any safety measures. 


If the contractor's representative 
for safety measures is other than 

the superintendent, he must notify 
the architect and owner in writing. 


Certificates of insurance from the 
contractor should be sent to the 
owner (4,16.1.) before work begins. 


The owner maintains all risk 
property insurance. The architect's 
liability insurance generally 


prohibits advice on insurance and 
bonds 


The contractor may request furtiier 
insurance cover than 11.3.1. and 
11.3.2. The owner will act, and 
charge the cost to the contractor. 


The AIA warns that some building 

risk policies may override waiver 

of rights. Owners should be made aware 
of this potential problem so they 

may seek legal and insurance advice 


The owner may give bond after an 
insured loss for the proper perform- 
ance of his duties. 


Change Orders must be signed by both 
owner and architect to effect changes 
in the Contract Sum or contract time 


The cost resulting from the change in the 


work may be determined by: 
* lump sum 
unit prices 
cost agreed upon plus fixed 
or percentage fee 
method expressed in 12.1.4, 


If none of the formulas in 12.1.3. 
are acceptable, upon signed order 
from the owner, the contractor will 
proceed with the work and the arch- 
itect will determine a reasonable 
cost and profit sum. 


If concealed conditions as described 
are found, the Contract Sum may be 
‘equitably' adjusted by Change Order 
if conditions are reported within 

20 days of discovery. 


Claims for additional cost by the 
contractor must be made to the arch- 
itect within 20 days of the event in 
writing. 


Minor changes made by the architect 
bind the owner and contractor. The 
written orders shall be carried out 
'promptly'. 
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articles 
clause 


ARTICLE 13 


Mi 
hiii 


ia 


| 
13.3.1. 
ARTICLE 14 


UNCOVERING AND CORRECTION 
OF WORK 


UNCOVERING OF WORK 


CORRECTION OF WORK 


ACCEPTANCE OF DEFECTIVE 
OR NON-CONFORMING WORK 


TERMINATION OF THE 
CONTRACT 


TERMINATION BY THE 
CONTRACTOR 


| an 


TERMINATION BY THE 
OWNER 
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architect's powers/ 
duties 


Write to the contractor if appropriate 
to request uncovering of work for 
observation, 


Request other work not specifically 
mentioned in the contract documents 

to be uncovered, If the work conforms, 
issue a Change Order for the additiona 
work and cost. 


Fix 'reasonable' time in which to 
correct defective or non-conforming 
work in writing. Issue Change Order 
if sales of contractor's equipment 
do not cover costs contractor should 
have borne if owner forced to sell 
equipment, and balance charged to 
contractor, 


Issue Change Order reducing the 
Contract Sum if required to accept 
defective or non-conforming work 
by the owner's request. 


Certify ‘sufficient cause' exists for 
the owner to terminate the contract. 


Certify the amounts to either the 
owner or contractor to settle the 
financial relationship between them. 


Uncovering will be at the contractor's 
expense if the work was covered 
contrary to the architect's request 

or the contract documents (supple- 
mentary conditions). 


If the work requested for uncovering 
conforms, the owner pays. If it does 
not, the contractor pays. 


Work rejected by the architect must 
be remedied ‘promptly' by the 
contractor. Architect's additional 
expen: also charged to the 
contractor 


If the contractor does not remedy the 
defective work in the reasonable time, 


the owner can remove and store materials 


and equipment at contractor's 


expense. If within 10 days the contractor 


has not paid for removal or storage, 
the owner, after 10 days additional 
written notice, can sell the materials 
and equipment in question 


If the work is stopped for any of the 
Stated reasons for 30 days, the 
contractor may, after 7 days notice 
in writing to the architect and owner 
terminate and recover costs from the 
owner. 


If the contractor breaches the stated 
conditions, the architect may certify 
that sufficient cause exists for the 
owner, after 7 days written notice 

to the contractor, to terminate the 
contract and finish the work. 

The AIA warns that this may be void 
in certain circumstances under the 
Federal Bankruptcy Act 1979. 
Termination should therefore be 
carried out with the assistance of 
legal counsel 


If the unpaid balance exceeds the 
cost of finishing the work (including 
architect's additional fees), the 
contractor is paid the excess, In 
reverse circumstances, the contractor 
must pay the difference. This is 
certified by the architect upon 
application (9.4.) 
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ON THE BOARDS 


The Wisconsin Architect will 
publish forthcoming projects 
that are “On The Boards" 
using the format shown. If you 
have a project for publication, 


please submit the appropriate 
heading, copy, and graphics 

using the following format to 
the WSA Office. 


ARCHITECTS: 
Kahler, Slater and Scott 


PROJECT: 

Lincoln Memorial Bridge 
Replacement on Milwaukee's 
Lake Front 


Eighteen flagpoles and eight 
Pair of bronze-and-concrete 
light pylons will mark the way 
to Milwaukee's War Memorial 
Center when the replacement 
for the Lincoln Memorial Bridge 
is completed. 


The overall effect of the new 
bridge will be of a combined 
base, or plinth, extending to 


Prospect Ave. for the original 
Saarinen designed museum. 


ARCHITECTS: 
Birschbach & Associates, Ltd. 
Kaukauna, Wisconsin 


PROJECT: 

Proposed Addition & 
Masterplan For Covenant 
Christian Reformed Church 
Appleton, Wisconsin 


Phase 1 — The existing 3200 
sq. ft. multipurpose building 
seating 180 in the Centrum. 


Phase 2— An addition con- 
sisting of 5 classrooms, pas- 
tor’s study, kindergarten, and 
yard storage space. 


ARCHITECTS: 
Kenton Peters and Associates 
Orput Associates 


PROJECT: 
Madison Federal Courthouse 


The new federal courts build- 
ing for the western district of 
Wisconsin is scheduled for a 
December, 1982 construction 
start on a site in downtown 
Madison. The 75,000 square 


bankruptcy court, the magis- 


trate, and three federal judges. 


Additional office space is pro- 
vided for court support func- 
tions such as clerk, U.S. At- 


torney, U.S. Marshall, and pro- 


batation. The steel structure 
five story building is sheathed 
in dark blue steel wall panels 
contrasting with circular stair 
towers of red panels and ac- 
cents of highly polished stain- 
less steel. The architects are a 
joint venture of Kenton Peters 


foot building will provide space and Associates, Madison and 


for three federal courts, the 


Orput Associates, Milwaukee 


Phase 3— An addition for 
education in the form of a 
multipurpose space providing 
for a total of 320 students; 
and a permanent worship 
space seating 400 with narthex 
and auxiliary spaces 


Phase 2 construction will as- 
simulate that started in Phase 1 
with earthberming of the north 
facade, hardwood siding, and 
asphalt shingles. The south 
facade will be of glass providing 
for passive solar heating. All 
interior partitions are de- 
mountable for maximum flexi- 
bility in future expansion. 


ARCHITECTS: 
Pfaller Herbst Associates, Inc. 
Yarbro-Kempinger Architects 


PROJECT: 
Restoration of 
Grand Opera House 
Oshkosh, Wisconsin 


The architectural team of 
Pfaller Herbst Associates, Inc. 
and Yarbro-Kempinger Archi- 
tects are preparing plans for 
the renovation of the 1883 
Grand Opera House for use as 
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a performing arts center and 
multi-use facility. The 800- 
seat theater will be restored 
as closely as possible to its 
Original elegance. 


The project, which has involved 
parogramming and master 
planning; is currently in the de- 
sign development phase. This 
phase involves many under- 
takings, such as reconstruc- 
tion of the original entrance 
which was sealed off by a brick 
wall; eliminating the present 
corner entrance and then 


restoring the building to its 
original design; reconstruct- 
ing the box seats; replicating an 
elaborately stenciled ceiling; 
and cleaning, tuck pointing, and 
replacing all missing cream city 
brick. 


The team will also be responsi- 
ble for construction documents 
and on-site field representation. 


Pfaller Herbst Associates, 
(414) 271-5350, 
Yarbro-Kempinger 

(414) 235-3310. 
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SOCIETY NEWS 
fe tcc 


MONEY 
IN THE 
BANK 


The WSA recently endorsed a group Workmen's Compensation 
Plan. As you are probably aware, the rates for Workmen's Com- 
pentation Coverage in Wisconsin are established by law which 
makes it appear that all policies are equal. Wrong!! The plan en- 
dorsed by WSA pays a dividend. Most policies for Workmen's 
Compensation Coverage don't pay a dividend. 


The icing on the cake is that Wisconsin Participants in this group 
plan are lumped with participants from other states where the 
premiums are greater than in Wisconsin. This means that Wis- 
consin participants should obtain a greater dividend on a per 
dollar basis than plan participants from other states. 


Sound too good to be true? We still haven't found any holes in 
the theory. In fact the WSA is so committed to this plan that the 
WSA office has switched to this group plan coverage. The dollars 
involved aren't big, but it will certainly pay for beer for several 
months. 


For more information on the WSA sponsored Workmen's Com- 
pensation Plan, contact Karen or Sandra at the WSA office. 
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HSR 
ELECTS 
NEW 
PRESIDENT 


Roslansky 


Roger D. Roslansky, 48, has been elected President of HSR As- 
sociates, Inc., an architectural, engineering, planning and energy 
management firm with offices in La Crosse and Madison. 


The announcement was made following the annual stockholders 
meeting and election of the HSR Board of Directors. Other mem- 
bers of the Board include Harry A. Schroeder, Robert B. Hack- 
ner, Robert J. Saphner and James E. Knothe. 


eaaa 


FILM 
SERIES — 
MILWAUKEE 
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The University of Wisconsin-Milwaukee School of Architecture and 
Urban Planning Alumni Association is presenting a film series. The 
films are shown at Englemann Hall Auditorium on the UW-M Campus 
in Milwaukee . . . 2033 East Hartford Avenue. All films start at 7:30 p.m. 
and a donation of $1.50 per person is requested. 


On November 4, 1982 the film will be “The Ascent and Demise of 
‘Modern Architecture’ ”. 


Two films will be shown each 1 hour in length and both in color. 
The first is “The Ascent of Man: A Grain in the Stone” where J. 
Bronowski shows the evolution of architecture and the second film 
“Shock of the New: Trouble in Utopia” has Robert Hughes destroying 
the myths of ‘Modern Architecture’ starring Le Corbusier, Mies van 
der Rohe, Walter Gropius, and others. Late 1970's productions. 


For further information contact Patrick J. Meehan, AIA at (414) 547- 


6721 ext. 248 or (414) 327-2842. 
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MEMBERSHIP PRINE, EUGENE R., was approved for AIA Membership in the 
ACTIONS Southwest Wisconsin Chapter. 


TEIPEL, THOMAS P., was approved for AIA Membership in the 
Southeast Wisconsin Chapter. 


KAVANAGH, JEFFREY, was approved for Prof. Aff. Membership 
in the Southwest Wisconsin Chapter. 


MARQUART, JAMES E., was approved for AIA Membership in the 
Northwest Wisconsin Chapter. 


LUND, DAVID A., was approved for AIA Membership in the North- 
east Wisconsin Chapter. 


BAER, JOHN A., was approved for AIA Membership in the North- 
east Wisconsin Chapter. 


SORENSEN, RICHARD L., was approved for Associate Member- 
ship in the Southeast Wisconsin Chapter. 


EIDEN, STEPHEN J., was approved for AIA Membership in the 
Southeast Wisconsin Chapter. 


WHALEY, MICHAEL E., was approved for AIA Membership in the 
Southwest Wisconsin Chapter. 


BOOTH, JAMES A., was approved for Associate Membership in 
the Southwest Wisconsin Chapter. 


KLETT, JOHN, was approved for AIA Membership in the South- 
east Wisconsin Chapter. 


ESKENAZI, PAUL B., was approved for Associate Membership in 
the Northwest Wisconsin Chapter. 


MESS, JOHN L., JR., was approved for AIA Membership in the 
Southeast Wisconsin Chapter. 


MERZ, GORDON C., was approved for Prof. Aff. Membership in 
the Southeast Wisconsin Chapter. 


GANTHER, ALFRED R., was approved for AIA Membership in the 
Northeast Wisconsin Chapter. 


1982 Over 160 architects gathered in La Crosse September 17 for the 
FALL 1982 Fall Workshop. Coordinated by Val Schute, AIA, Jim Ger- 
WORKSHOP — sich, AIA, and many La Crosse area architects. The workshop 
A received very positive comments from those in attendance. 
SUCCESS 


Program speakers, Jean Paul Carlhian, Charles Moore, and 
Richard Williams spoke on the topics of Form, Function and 
Fantasy. The program included a panel discussion of slides sub- 
mitted by participating architects. 


The Fall Workshop was recorded by La Crosse radio station 
WLSU and will be edited into three one-half hour radio shows. 
@arlhian. Moore andiwihans These shows will be broadcast on WLSU and promoted for replay 
to other public radio stations, both within Wisconsin and through- 

out the upper midwest. 
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ANOTHER AMAR FIRST! 


NEW! HS A3HP90, Thermal Barrier Type 2, monumental horizontal rolling window designed for 
new construction or replacement projects. The first and only monumental or commercial 
horizontal window in which all glass surfaces can be cleaned from inside without removing 
anything from the window. An air infiltration rating of .002 at 1.56 psf. That's right, not .20, not 
.02 BUT .002. PLUS no water penetration at 12 psf. 


The exterior and/or interior frames on the double-glazed AMACOR models #650 and #670 can be 
supplied with unbreakable or impact resistant materials, offering the building owner maximum 
vandal resistant protection. 


This new window is available with a venetian blind built-in to the sash and can also be triple 
glazed by using 5" hermetically sealed insulated glass in the interior glazing frame. The 
41⁄2" deep master frame can be combined with a matching 412" thick insulated panel for maxi- 


mum energy savings. 


For information and help in detailing your window projects and a personal demonstration of 
the AMACOR complete line of commercial windows, call or write: 


VON HADEN SUPPLY COMPANY, INC. 
P.O. Box 8006 

Green Bay, Wisconsin 54308 
1-414-432-3324 


WINDOWS & INSULATED PANELS ARE OUR SPECIALTY 
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LITIGATION Neither are nice words. Unfortunately the reality of the architec- 
V. ture business is that sometimes a choice has to be made. 
ARBITRATION 


Keep in mind that professional liability insurance is available for 
arbitration claims. Some professional liability insurance com- 
panies do not want their insureds to be bound by agreements 
making arbitration the sole and exclusive remedy for dispute 
resolution. Architects should consult with their insurance ad- 
visors prior to signing a contract which makes such provision. 


PEOPLE James T. Potter, AIA, of Madison has been appointed by Gover- 
AND nor Dreyfus to the Wisconsin Historic Preservation Review Board. 
PLACES Gordon Orr, FAIA, is chairman of that Board. 


Wendell H. Isley, AIA, has been granted Emeritus status by both 
the WSA and the AIA. 


Potter 


The firm of Kahler, Slater and Scott has changed its name to Kah- 
ler, Slater, Torphy, Engberg, Inc. David Torphy, AIA and Charles 
Engberg, AIA, have become partners in the firm. 


The offices of Pfaller-Herbst Associates have moved to the Bank of 
Milwaukee Building. Their new phone number is 271-5350. 


The firm of Root and Brink Architects has changed their name to 
K. Brink and Associates. The address and phone number remain 
the same. 


Solar Energy 


CONSULTANTS 
PLANNERS 
DESIGNERS 


ACTIVE & PASSIVE SOLAR ENERGY SYSTEMS 


HEATING — VENTILATING — AIR CONDITIONING 


ALTERNATIVE ENERGY DESIGNS, INC. 


6582 NO. 90th ST. 353-0781 


MILWAUKEE, Wi 63224 za) TEAK and KARPAWOOD 


for parquet floors 


The warm, natural look of a Teak or Karpawood parquet 
floor is treasured now more than ever before. These two im- 
“Black & White Murals *8x10 Glossy Repros ports are a delight to those who love the rich-grained beauty 
*We Reproduce Blueprints or Masters For af wood E 
Making Blueprints TEAK is the ultimate in beauty, elegance and pres- 

tige ... yet, it is very hard and will Jast for decades. 


E g k ARPAWOOD, known in Thailand as ironwood, is harder 
than oak, and has an extremely low coefficient of expansion. 
Both woods are available from our Chicago warehouse in 
many UNfinished and PREfinished patterns. 


104 East Mason St. Milwaukee, Wisconsin 53202 Phone (collect) for free samples, brochures of 80 floor de- 
signs, technical information, prices. Or, write: 


Thailand Teakwood Importers, Inc. 


645 North Michigan Avenue, Chicago, Illinois 60611 
(312) 337-3938 
(We are Midwest distributors for Bangkok Industries, Inc., Philadelphia) 


For Service... 


CALL: 1-(414)-272-1255 
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If a person becomes injured because of an unsafe condition created 


eee P bya contractor on the construction site, a claim can be brought against 
LIABILITY the architect charged with administering the construction contract. 
ON THE The theory behind this type of claim is that the architect knew or 
CONSTRUCTION should have known of the dangerous condition and had a duty to 
take some action to eliminate it. 
SITE 
What can be done to minimize the architect's liability for the type 
of claim? 
The major protection against this type of liability for the design 
professional is to provide explicitly and expressly in the contract 
with the owner that the design professional does not have respon- 
siblity for safety conditions at the construction site. 
Use the AIA Owner/Architect form contract. If you don't use the AIA 
forms, read the fine print of the contract you are using to minimize 
your risk of successful claims. Don’t use form contracts and you 
can be assured of being in a position of providing substantial contri- 
bution toward your attorney's children orthodontic bills. 
SHARPEN After a one years sabbatical, the Wisconsin Society of Architects 
YOUR Annual Art Show will be integrated into the WSA's 1983 Convention. 
PAINT Convention Chairperson Emma Macari, AIA, is putting all artists on 
BRUSHES notice. Begin thinking about what you will submit to be displayed. 


More information to follow. 


Granite. 


Beautiful for 
. heavy traffic areas. 


With Names Like These Behind Us 
You Know We're Not Just A Brickyard. 


Serving Southern Wisconsin Architectural 
Needs For Over 76 Years. 


Brick — Block — Pavers — Stone 
All Your Masonry Needs At One Location 


WISCONSIN 
SME BRICK & BLOCK 
CORPORATION 


2840 UNIVERSITY AVENUE 
MADISON, WI 53705 
(608) 238-2636 


a wide \ 
available. For 
a packet of full color literature 
Products in use, call (612) 685-3621. Or v 
address below. 


ry 


Cold Spring Granite Company, 0spt. P 202 South 3rd Avenue, Cold Spring, MN 56320 
Booth #13 
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JOB POSITION: Dean, School of Architecture and Urban Planning 

OPENING 
JOB DESCRIPTION: The Dean is concerned with the administra- 
tion and continued development of the School of Architecture and 
Urban Planning at the University of Wisconsin-Milwaukee, a Ph.D. 
granting, metropolitan campus with eleven professional schools 
and an enrollment of over 26,000 students. The School of Archi- 
tecture and Urban Planning currently has baccalaureate through 
doctoral programs in Architecture and a master’s program in 
Urban Planning. 


The Dean's responsibilities include the recruitment of faculty, 
management of personnel, budget and facilities within the exist- 
ing provisions of University policy. The Dean's duties also include 
continuing programmatic development at both graduate and under- 
graduate levels, work with outreach activities, as well as academic 
faculty on campus. The Dean reports to the Vice Chancellor. 


QUALIFICATIONS: A terminal degree in Architecture or Urban 
Planning is required. A doctoral degree in architecture, urban plan- 
ning or closely related field is preferred, or the equivalent in terms 
of outstanding, creative, theoretical and/or research contribu- 
tions in the candidate’s field. Candidates with administrative ex- 
perience in an academic context are preferred. 


The following criteria will be considered as primary qualifications: 


@ An active background in the profession of architecture or urban 
planning; 

@ Administrative and organizational experience at a university, 
including preparation and administration of budgets; 

@ Demonstrated teaching and research skills; 

@ A successful record in securing funds from extramural sources. 


You’re supposed to look 
at this sampling of our work. 


Badiners, Minneapolis Dayton's, Minneapolis Gucci, Las Vegas 
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Understanding of and commitment to a system of faculty 
governance; 

Solid commitment to affirmative action; 

Understanding of and commitment to the University’s urban 
mission; 

Receptivity to student input; 

Receptivity to, and the ability to stimulate innovative teaching, 
research and administrative methods. 


The candidate must be available for employment no later’ than 
July 1, 1983. 


SALARY RANGE: Competitive 


APPLICATIONS: Nominations/applications should be submitted 
no later than November 15, 1982.Nominations should include a 
brief resume of the nominee; applications must include a curricu- 
lum vitae and the names and addresses of at least three refer- 
ences. Submit to: 


Dr. William H. Smith, Chairperson, Search and Screen Committee 
Chapman Hall 116 

University of Wisconsin-Milwaukee 

P.O. Box 413 

Milwaukee, Wisconsin 53201 

Telephone: (414) 963-4037 


Editor's Note: John Simonitsch, AIA, is on the selection commit- 
tee for the position of Dean at UW-M SARUP. The Wisconsin 
architectural community is encouraged to take an active role in 
identifying potential candidates and submitting their names to 
the selection committee. 
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We think good work speaks for itself. 
And weve been doing outspoken custom 
display and casework for years. 

Catering to creative architects. 

As well as to their medical, institutional, 
financial, retail and hotel/motel clients. 

With a flair for detail and a quality of 
craftsmanship that can enhance any 
design.Within any budget. 

A small sampling of which you see 
on the left. A larger sampling of which you 
can see simply for the asking. 

So don't be limited by stock designs. 
No matter what your casework needs, 
call us. At 1-800-328-8043. Or in Minnesota 
at 612/375-1606. Or write 
Carlson Store Fixtures, 26 N. 5th Street, 
Minnea lis, MN 55403. 


f5 
CARLSON 
STORE FIXTURES 


A division of Stein Industries, Inc. 
85 


24 HOUR. Radio Dispatch Truck Fleet for 
INDUSTRY, INSTITUTIONS, SCHOOLS, etc. 
AUTHORIZED PARTS & SERVICE FOR 
CLEAVER — BROOKS, CLEVELAND 
OILER CONTROLS, MORR CONTROLS CO. 
Throughout Wisconsin & Upper Michigan. 

URNER SALES, BOILER ROOM ACCESSORIES, O? 
Trims, And-Car Automatic Bottom Blowdown 
Systems. SERVICE - CLEANING ON ALL 

ERVICE CORP. MAKES. Complete Mobile Boiler Room Rentals. 


ACKAGE 


5401 N Park Dr. 
Butler, Wi 53007 


MILWAUKEE . .(414)781-9620 


MADISON (608)249-6604 
GREEN BAY (414)494-3675 
STEVENS POINT. . (715)344-7310 


eskot weidemann 
architectural photography 


ni 
herman, madison, >i 


RWATERSRI BROS, WOOD PRODUCTS New single-ply? 
Manufacturers Of 
GENUINE SOLID WOOD INTERIOR PANELING 
One Of Wisconsin's Largest Selections 
1140 W. Big Lake Loop Rd. 
Three Lakes, WI 54562 


(715) 546-3260 


STS Consultants Ltd. 


Consulting Geotechnical, Environmental 
& Materials Engineers 
540 Lambeau St., Green Bay, Wis. 54303 
Telephone (414) 494-9656 
9055 N. 51st St., Milwaukee, Wis. 53223 
Telephone (414) 354-1100 


BRAND 
COMPUTERIZED 


TRUCTURAL No matter which type of membrane you apply, insulating it 


CO pEsicn, inc. 


5678 West Brown Deer Road 
Brown Deer, Wisconsin 53223 (414) 354-0150 
CONSULTING ENGINEERS 
INDUSTRIAL BUILDINGS @ SPECIAL STRUCTURES @ 
FOUNDATIONS @ COMMERCIAL/RESIDENTIAL BUILDINGS 


THE JULIEN SHADE SHOP, INC. 


COMMERCIAL & RESIDENTIAL 


SINCE 1900 
THE HEADQUARTERS IN WINDOW INSULATORS 
*Mfg. & Distributor 
1° & 2” Blinds Draperies & 
Vertical Blinds Hardware 
Wood Blinds Cubicle Curtains & 
Window Shades Track 


CALL 1-800-242-1551 


re: any future specs. or work you may have 
403 E. ST. PAUL ST., MILWAUKEE @ PHONE 414-271-3864 


with STYROFOAM’ brand insulation gives new roofs a long- 
term lease on life. Besides delivering big energy savings, 
STYROFOAM protects membranes from foot traffic, mex 
chanical abuse, freeze-thaw cycles and ultraviolet degra- 
dation. Plus, using STYROFOAM is easy, fast and economical. 


STYROFOAM brand insulation is combustible and should be properly in 


applications it should be provided with an adequate protection. For 


see Dow literature available from your supplier or from Dow 


EDWARDS SALES 


6530 Cambridge Street - Minneapolis, Minnesota 
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ERZIGER & ASSOCIATES, INC. 
CONSULTING ELECTRICAL ENGINEERS 


414-463-9160 
8522 W. Lisbon Ave. Milwaukee, WI 53222 


CONSULTING ENGINEERS 


/ DOLAN & DUSTIN, INC. 
y 
ji‘. 2266N PROSPECT AVENUE MILWAUKEE, WIS. 53202 


(414) 276-5502 


GEORGE E. DOLAN, PE ROGER A. NASS, PE 
THOMAS B. DUSTIN, PE CHARLES MULLIKIN, PE 
GERALD BRAUN, PE ARTHUR MILLER, RE 


FULL DESIGN and CONSULTING SERVICES 


twin city’ testing 


and enaineering laboratory, inc. 
GEOTECHNICAL AND MATERIALS 
ENGINEERING/TESTING 


Appleton — 414/733-8711 Eau Claire — 715/832-0282 
La Crosse — 608/781-5330 Wausau — 715/359-9463 


BRUST ENGINEERING, INC. 


7218 W. North Ave. 


Milwaukee, Wisconsin Concrete Design 
Steel Design 

53213 Precast Concrete Design 

Phone (414) 475-5554 Post Tensioned Concrete Design 

Structural Cost Studies 


THOMAS H. JAESCHKE p ONSU 
& ASSOCIATES, INC. F j; 
( Q 


4085 N. 137th Street 
TERNAT or 


WARZYNI Consulting Engineers 


Civil + Structural 


Geotechnical 
Materials Testing 
Soil Borings * Surveying 


1409 Emil St. Madison. WI 53713 


ENGINEERING INC (608) 257 4848 


E7 -EM 


Ic 


Brookfield, Wis. 53005 (414) 781-6564 


\ FOODSERY, 
> 


CONSULTANTS — DESIGNERS 
FOOD SERVICE SYSTEMS & EQUIPMENT 


ARNOLD AND O’SHERIDAN, INC. 
CONSULTING ENGINEERS 


Construction Value Professional b 4 

Management Managers Estimating Structural Electrical 
ngineering Project Program 
Soneultents Management Scheduling Mechanical Civil 


ELZINGA & VOLKERS, INC 


608-271-9651 
815 FORWARD DRIVE MADISON, WISCONSIN 53711 


101 East Milwaukee Street Janesville, WI 53545 608-754-1202 


ò DRAE CONSULTING ENGINEERS 


a AMPA 
«2S CHLOEMEF Os ASSOCIATES INC 


/ Structural Municipal Environmental 


6415 West Capitol Drive Milwaukee, Wisconsin 53216 414-461-6900 


MANCI & HANING, INC. 


Consulting Engineers 
12645 West Burleigh Road 


Brookfield, WI 53005 (414) 782-9690 
Heating, Ventilating & Air Conditioning 


Wisconsin State Conference Of J] DAIPIP( DILGDNILA 


Bricklayers And Allied Craftsmen GEOTECHNICAL, GEOLOGICAL, MINING, ENVIRONMENTAL, 


AFL-CIO WATER RESOURCES & STRUCTURAL ENGINEERING; 
CONSTRUCTION MANAGEMENT SERVICES; MATERIALS & 
William Boncher, Secretary ANALYTICAL LABORATORIES; TEST DRILLING SERVICES 


825 Wilson Avenue — Green Bay, WI 54303 4300 W. Brown Deer Rd., Suite 130 - Milwaukee, WI 53223 
(414) 437-9311 Phone: (414) 354-3500 


SEAL ANTS Urethane weak R Guns 3 iacons S A 3 
| Sealant Backer - Sealant Tapes TESTING LABORATORIES 


TREMCO ical Enginevi 
CALL: 1-(414)-464-8550 —— 


Soil Borings 


S & S SALES CORPORATION oS Le Materials Testing & Inspection 
SILICONE AND ALL TREMCO 12030 W. SILVER SPRING ROAD R Lad i r 
SEALANTS SEALANTS MILWAUKEE, WI 53225 Menomonee Falls, WI 53051 @ (414) 252-3300 


ACCURATE SECURITY 


LTD. MILWAUKEE Consulting 
Burglar — Fire — Sprinkler TESTING Geotechnical Engineers 


Monitoring — Installation — Sales Materials Testing 
Soil Borings 


Central Communication Center 
215 Division St. — Oshkosh, WI 54901 2135 S 116th St, Milwaukee. WI 53227 
1-800-242-0383 


DIVISION OF s y 
WARZYN ENGINEERING INC. (414) 321-0100 
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Again...H &H Is There 


Capitol Centre 


When you've been around since 1901, 
you learn a lot, including how to do a 
job right the first time. 


We're old enough to have learned our 
trade inside and out, yet young enough 
to have new ideas: new ideas to con- 
serve energy, cut costs and deliver 
more efficient mechanical and electri- 
cal systems. 


AAN 


H & H INDUSTRIES, INC. 
H & H ELECTRIC CO., INC. 


2704 Royal Avenue 
Madison, WI 53713 
(608) 222-3434 


